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Other Supporting Data:

Table 2
DEMOGRAPHIC CHARACTERISTICS OF FLAS PH.D'S (N = 1949)

%

Sex

Male                                            78.1

Female                                         21,9

Racial/Ethnic Group

White/Caucasian                         93.1

Minority Group                            5.7

Black                                         0.9

Hispanic                                   2.2

Asian                                         2.3

Amer. Indian                            0.3

No Report                                     1.3

Age 1n 1982

Under 35                                       7.9

35-39                                             29.3

40-44                                             36.8

45-49                                             15.0

50-54                                               6.8

55 or over                                   3.3

No report                                     0.8

Median Age (Years)                    40.9

Ph.n Year

1967                       4.6

1968                     5.5

1969                     fi.3

1970                     8.4

1971                     8.0

1972                     9.4

1973                    10.0

1974                     8.5

1975                     9.1

1976                     8.7

1977                     7.1

1978                     7.7

1979                     6.6

Source; Study E.3 cited above.udies and Analyses Cited in Section C Above:
